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Regarding (End)orthotic Replacements 
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- Knee Replacements 

-- 92% risk of net operative-associated harm. 

-- Recommendation: Ibuprofin PRN ("as needed"). (2-4 tabs (200mg) per day is fine in 
peoples with peptic ulcer disease). 

- Hip Replacements 

-- 72% risk of net operative-associated harm. 

-- Recommendation: Ibuprofin PRN ("as needed"). (2-4 tabs (200mg) per day is fine in 
peoples with peptic ulcer disease). 
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